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85 

85 

125 

Pins 

/lOO's 







Active Load 























AD1315 

+10 

100 

-5.2 

100 

+ 2 

±50 

lOmA/V 

±0.12 

±2 

1.5 

3 

K 




16 

$40.00 

1044 






AD53041 

+10 

160 

-5.2 

160 

+ 2 

+ 5/16/50 

lOmA/V 

±0.03 

± 8/5/1 

1.8 

1.3 

K 




20 

$30.40 

2171 






Pin Drivers 























AD5304O 

+12 

75 

-7.0 

75 

-2>+8 

Vin/50ohms 

na 

± 0.3± 5mV 

± 0.3± 5mV 

5 

5 

K 




20 

$34.20 

2170 






AD1324 

+10 

100 

-5.2 

100 

-1.6>+7 

Vin/50ohms 

na 

± 0.2± lOmV 

-3 

1.6 

2.4 

K 




16 

$85.00 

1046 






























Window Comparator 
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Pins 

lOO's 

AD1317 Window Comparator 






















AD1317 

DIFF/ECL 

+IOV 

70 

-5.2V 

100 

+ 10 

20uV/C 

33uA 

ns 

70 

-2>+7 

65 

YES 



0.4 

2.8 

ns 

K 




16 

$25.00 
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